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UNCLAS STATE 057734 

E.O. LL652: N/A 

TAGS: SREF, IS. PINT 

SUBJECT: RAMBAM HOSPITAL PROJECT 

1. UNITED ISRAEL APPEAL NEW YORK HAS RECEIVED WORD FROM 
UIA JERUSALEM THAT RAMBAM HOSPITAL PLAQUE HAS BEEN DE- 
LIVERED TO HAIFA, IS READY FOR INSTALLATION, AND ALSO 

THAT "EMBASSY WILLING TO WAIT UNTIL APPROPRIATE UIA OFFICAL 
COMES TO ISRAEL FOR INSTALLATION EVEN IF CEREMONY CANNOT 
TAKE PLACE BEFORE JUNE 1974". 

2. DEPARTMENT'S VIEW IS THAT THIS PLAQUE SHOULD BE IN 
STALLED SOONEST FEASIBLE AND, IF EMBASSY BELIEVES FORMAL 
UNVEILING DESIRABLE, THAT CEREMONY SHOULD NOT BE DELAYED. 

3. UIA NEW YORK CONCURS THIS VIEW AND WILL SO INSTRUCT 
JERUSALEM REPRESENTATIVE CHINITZ, WHO LIKELY WILL BE ASKED 
TO REPRESENT UIA AT ANY CEREMONY. 

4. ADVISE. KISSINGER 
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